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Central Intelligence Agency 

Washington, D.C. 20505 

3 June 1982 

Executive Director 


NOTE FOR: Fred Demech 

Deputy Executive Director, PFIAB 

FROM: Executive Assistant/Executive 

Director 


FYI: Thought you and your source 
might be interested in the attached 
extract from John's open hearing. This 
was John's response to Biden that I 
mentioned. 

Also, in case your source is 
interested in following up, the person 
who walked into the hearing with 
was Vicky Toensing, SSCI Counsel. 


Attachment 





ILLEGIB 

STAT 
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